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पृष्ठ 
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भाग -1 - नियुक्ति , पदस्थापन , बदली, शक्ति , छुट्टी 

और अन्य व्यक्तिगत सूचनाएं । 
भाग-1 -क स्वयंसेवक गुल्मों के समादेष्टाओं के 

आदेश। 


भाग -5 — बिहार विधान मंडल में पुरःस्थापित 

विधेयक, उक्त विधान मंडल में उपस्थापित 
या उपस्थापित किये जानेवाले प्रवर 
समितियों के प्रतिवेदन और उक्त विधान 
मंडल में पुरःस्थापन के पूर्व प्रकाशित 
विधेयक । 


और 


भाग -1- ख – मैट्रीकुलेशन , आई 0 ए0 , आई ० एससीo , 

बी ० ए ० , बी ० एससी , एम 0 ए 0 , 
एमएससी० , 

लॉ भाग-1 

2 , 
एम 0 बी 0 बी 0एस0 , बी ० एस ० ई ० , डीप ० - इन 
एड0 , एम0 एस 0 और मुख्तारी परीक्षाओं के 
परीक्षा-फल , कार्यक्रम, छात्रवृत्ति प्रदान , 
आदि । 


भाग-7 – संसद के अधिनियम जिनपर राष्ट्रपति की 

ज्येष्ठअनुमति मिल चुकी है। 
भाग- 8 – भारत की संसद में पुरःस्थापित विधेयक , 

संसद में उपस्थापित प्रवर समितियों के 
प्रतिवेदन और संसद में उपस्थापित प्रवर 
समितियों के प्रतिवेदन और संसद में 
पुर : स्थापन के पूर्व प्रकाशित विधेयक । 


भाग -1- ग —शिक्षा संबंधी सूचनाएं , परीक्षाफल आदि 


भाग -2 बिहार - राज्यपाल और कार्याध्यक्षों द्वारा 

निकाले गये विनियम, आदेश, अधिसूचनाएं 
और नियम आदि । 


भाग- 9 - विज्ञापन 
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भाग- 9 - क — वन विभाग की नीलामी संबंधी सूचनाएं 


भाग - 3 — भारत सरकार , पश्चिम बंगाल सरकार और 

उच्च न्यायालय के आदेश, अधिसूचनाएं 

और नियम , भारत गजट और राज्य 
गजटों के उद्धरण । 


भाग - 9 - ख - निविदा सूचनाएं , परिवहन सूचनाएं , 

न्यायालय सूचनाएं और सर्वसाधारण 
सूचनाएं इत्यादि । 

4-19 


पूरक 


भाग- 4 - बिहार अधिनियम 


पूरक - क 
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बिहार गजट , 16 जनवरी 2013 


भाग -1 
नियुक्ति , पदस्थापन , बदली, शक्ति , छुट्टी और अन्य 

वैयक्तिक सूचनाएं 


कृषि विभाग 


अधिसूचना 

9 जनवरी 2013 
सं ० पी 0 पी 0 एम0-48 / 2006 पार्ट- III - 113 / कृ 0 - कृषि विभागीय संकल्प संख्या 372, दिनांक 25 जुलाई 2006 एवं 
अधिसूचना संख्या 1656, दिनांक 11 मार्च 2011 तथा 1115, दिनांक 24 फरवरी 2012 के क्रम में राज्य किसान आयोग तथा श्री 
सी ० पी ० सिन्हा, अध्यक्ष, राज्य किसान आयोग , श्री बागेश्वरी सिंह एवं श्री मृत्युंजय कुमार सिंह, दोनों पूर्णकालिक सदस्य, राज्य 
किसान आयोग को दिनांक 31 मार्च 2014 तक अवधि विस्तार की स्वीकृति प्रदान की जाती है । 

बिहार राज्यपाल के आदेश से . 
डॉ ० एन ० विजयलक्ष्मी , सचिव । 


अधीक्षक, सचिवालय 

मुद्रणालय , 
बिहार, पटना द्वारा प्रकाशित एवं मुद्रित । 
बिहार गजट , 44-571 + 10 - डी 0 टी 0 पी 0 । 
Website : http://egazette.bih.nic.in 
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भाग-2 


बिहार - राज्यपाल और कार्याध्यक्षों द्वारा निकाले गये विनियम, आदेश , 

अधिसूचनाएं और नियम आदि । 


राजस्व पर्षद बिहार 


अधिसूचना 

9 जनवरी 2013 
सं 0 10 / नीति नीति ( शुल्क पुनरीक्षण ) -88 / 2012-21 - बिहार उत्पाद अधिनियम, 1915 (बिहार अधिनियम- II ) 
(1915), धारा -90 द्वारा प्रदत्त शक्तियों का प्रयोग करते हुए राजस्व पर्षद, बिहार की अधिसूचना संख्या 23-137-2- दिनांक 29 वीं 
अप्रील 1919 के अधीन निर्मित तथा बाद में समय - समय पर यथा संशोधित नियमावली में निम्नांकित संशोधन किया जाता है: 

1. नियम -105 ( ख ) देशी शराब एवं मशालेदार देशी शराब के निर्गमण हेतु विभागीय अधिसूचना 575 , दिनांक 4 मार्च 
2011 द्वारा संशोधित संचलन शुल्क की दर में संशोधन करते हुए देशी शराब एवं मशालेदार देशी शराब के निर्गमण हेतु 13 ( तेरह 
रूपये) प्रति एल0 पी 0 एल 0 की दर से निर्गमण किए जाने वाले मात्रा पर संचलन शुल्क वसूली के उपरान्त ही आवश्यक पास 
निर्गत किया जा सकेगा । 
2. यह अधिसूचना राज पत्र में प्रकाशित होने की तिथि से प्रवृत होगी । 

राजस्व पर्षद के आदेश से , 
( ह ०) -अस्पष्ट , उप - सचिव । 


अधीक्षक , सचिवालय 

मुद्रणालय , 
बिहार , पटना द्वारा प्रकाशित एवं मुद्रित । 
बिहार गजट , 44-571 + 10 - डी 0 टी 0 पी 0 । 
Website: http://egazette.bih.nic.in 
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बिहार गजट , 16 जनवरी 2013 


भाग -9 ( ख ) 


निविदा सूचनाएं , परिवहन सूचनाएं , न्यायालय सूचनाएं 
और सर्वसाधारण 

सूचनाएं इत्यादि । 


सूचना 


सं ० 50 — मैं , मोहन राम पिता - स्व 0 फूलपति राम , ग्राम + पो 0 - परसा , जिला- गाजीपुर ( उ0 प्र0 ) , 
वर्तमान पता - वीर वसावन सिंह नगर , पो 0 - भेंटनरी कॉलेज , जिला - पटना -14 , शपथ पत्र सं 0 7451 
दिनांक 7 सितम्बर 2012 द्वारा घोषणा करता हूँ कि आज से मोहन प्रकाश मधुकर के नाम से 
जाना जाऊँगा । 

मोहन राम 
No. 50- I, Mohan Ram S/ o Late Phulpati Ram, Vill .+ P.O.- Parsa , Distt .- Gajipur ( UP), 
Present Address.-Vir Basawan Singh Nagar, P.O.- Vetnory Collage , Distt.-Patna- 14 (Bihar) declare 
vide affidavit no .-7451 dated 7th September 2012 that now onwards . I shall be known as Mohan 
Prakash Madhukar for all purpose . 

MOHAN RAM . 
सं ० 54 — मैं गोविन्दा सोनी पिता श्री मोहन लाल मुहल्ला बड़ी चौक आरा पो 0 आरा थाना आरा नगर जिला भोजपुर शपथ पत्र संख्या 
11233 तारिख 25.06.2012 द्वारा यह घोषणा करता हूँ कि गोविन्दा एवं गोविन्दा सोनी दोनों एक ही व्यक्ति का नाम है व गोविन्दा के स्थान पर गोविन्दा 
सोनी के नाम से जाना व पहचाना जाउँगा । 

गोविन्दा सोनी । 
अधीक्षक का कार्यालय 
पटना मेडिकल कॉलेज अस्पताल पटना 


निविदा सूचना 


- 


सं ० 125 - पटना मेडिकल कॉलेज अस्पताल पटना में वितीय वर्ष 2012-13 में विभिन्न विभागो में उपयोग आने वाले 
छोटे - छोटे उपकरणों आदि के क्रय हेतु बिहार वाणिज्य कर में निबंधित निर्माताओं / प्राधिकृत बिक्रेताओं आपूर्ति कर्ता से मुहरबंद 
निविदा प्रकाशन की तिथि से 21 दिनों के अन्दर निबंधित डाक / स्पीड पोस्ट द्वारा सभी आवश्यक अभिलेखो के साथ आमंत्रित 
किया जाता है हस्त लिखित निविदा मान्य नही होगा । निविदा टंकित / कम्प्यूटरकृत होना चाहिए । बिहार के बाहर के फर्म जो 
बिहार वाणिज्य कर मे निबंधित नही है वे भी निविदा मे इस शर्त के साथ भाग ले सकतें है बशर्ते की दर अनुमोदन के पश्चात 
क्रय आदेश के पूर्व उन्हें बिहार वाणिज्य कर मे निबंधन कराना अनिवार्य होगा । अन्यथा आदेश रदद कर दिया जायेगा तथा 
द्वितीय अनुमोदित दर वाले निविदादाता को आपूर्ति आदेश निर्गत किया जायेगा । निविदा दो भागो मे तकनीकी एवं वितीय 
निविदा " अलग - अलग लिफाफे मे मुहरबंद होगी एवं लिफाफो के उपर छोटे - छोटे उपकरणों आदि हेतु तकनीकी निविदा एवं 
वित्तीय निविदा स्पष्ट रूप से अंकित करना होगा । हाथो हाथ एवं निर्धारित तिथि के बाद प्राप्त निविदा अस्वीकृत समझी जायेगी । 
विस्तृत सूचना एवं छोटे- छोटे उपकरणों आदि की सूची इत्यादि www.prdbihar.gov.in & www.pmch.in 
डाउनलोउ कर प्राप्त किया जा सकता है या कार्यालय अवधि में किसी भी दिन आवेदन देकर कार्यालय से प्राप्त किया जा 
सकता है । तकनीकि निविदा के साथ सभी अभिलेखो के साथ - साथ 1,00,000.00 ( एक लाख ) रूपये का बैंक ड्राप्ट अग्रधन के 
रूप में जमा करना होगा । आपूर्ति नही, करने की स्थिति मे अग्रधन की राशि जब्त कर ली जायेगी / किया जायेगा । निविदा के 
सभी पृष्टो के पृष्टांकित करते हुए विस्तृत उल्लेख अग्रसारण पत्र पर अवश्य रूप से अंकित होना चाहिए । 

( ह ०) -अस्पष्ट , 
दिनांक- 5 जनवरी 2013, 

अधीक्षक । 


- 


पर 


स्थान -पटना 
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TENDER TERMS CONDITION FOR SMALL INSTRUMENTS AND OTHER ITEMS 
1 . Tender should be in two parts (Technical / Commercial) in two separate sealed Envelop 

mention those on Technical tender/ Commercial Tender for Small Instruments . 
2 . Price quoted in Financial bid both without Tax and with tax . 
3 . All relevant document i.e. photocopy of PAN Card , Authority letter, Quality Certificates, Sales 

Tax Registration Certificate , Specification of the instruments should be attached along with 

Technical Tender . 
4 . Superintendent reserve right to Reject any tender without given any reason. 
5 . Tender Should be Computer Type only , Handwritten and overwriting Tender will be rejected . 
6 . Tax and I.T. will be deducted from bill and deposited in Govt. account as per Govt. norms. 
7 . Tenderers can attend Purchase Committee meeting on tender opening date . 
8 Tenders should be registered in Bihar sale Tax . If They are not registered at the time of tender 

After selection have to be registered with Bihar sale Tax before order will be placed . 
9 . Tender should attached bank Draft for Rs. 1,00,000.00 (One Lac ) with Technical tender as 

earnestmoney in the favour of Superintendent, Patna Medical College & Hospital, Patna. 
10 . Small Instruments Should be I.S.O. | FDA /C.E . other national or international quality 

certificate Approved copy of Certificate should be enclosed with Technical bid . 
11. Annual Turnover of the Bidder /Manufacturer should must have minimum 2 crore in last three 

consecutive years . 
12 . The Tendered have to give technical details specification of the product instrument in CD along 

with technical bid ( Specification of the instrument/ product should be typed only) It should not 
be Scanned . Name of the Tendered and Address should be mention on the above of the CD 

along with the tender number . 
Place — Patna 

Sd /-Illegible , 
Date — 5th January 2013 

Superintendent . 


Sl. No. 


TENDER ITEM LIST 

Item Name 
DEPARTMENT OF PLASTIC SURGERY 
MOSQUITO CURVERY ARTERY FORCEPS 
MOSQUITO STRAIGHT ARTERY FORCEPS 
SMALL ARTERY FORCEPS STRAIGHT 4 " 


2 


3 


4 . 


SMALL ARTERY FORCEPS CONRNED 5 " 


5 


SMALL ARTERY FORCEPS STRAIGHT 5 " 


6 


ARTERY FORCEPS CURVED 6 " 


7 


ARTERY FORCEPS STRAIGHT 6 " 


8 


ARTERY FORCEPS CURVED 7 " 


9 


ARTERY FORCEPS STRAIGHT 7 " 


10 


ARTERY FORCEPS CURVED 8 " 
ARTERY FORCEPS STRAIGHT 8 " 


11 


12 


ARTERY FORCEPS CURVED 9 " 


13 


ARTERY FORCEPS STRAIGHT 9 " 


14 


SPONGE HOLDING FORCEPS LARGE 


15 


SPONGE HOLDING FORCEPS MEDIUM 


16 


SPONGE HOLDING FORCEPS SMALL 


17 


NEEDLE HOLDER 4 " 


18 


NEEDLE HOLDER 5 " 


19 


NEEDLE HOLDER 6 " 
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Sl. No. 


Item Name 


20 


NEEDLE HOLDER 7 " 


21 


NEEDLE HOLDER 8 " 


22 


NEEDLE HOLDER 9 " 


23 


TOOTH FORCEPS FINE 


24 


TOOTH FORCEPS 4 " 


25 


TOOTH FORCEPS 5 " 


26 


TOOTH FORCEPS 6 " 


27 


TOOTH FORCEPS 7 " 


28 


TOOTH FORCEPS 8 " 


29 


TOOTH FORCEPS 9 " 


30 


PLAIN FORCEPS FINE 


31 


PLAIN FORCEPS 4 " 


32 


PLAIN FORCEPS 5 " 


33 


PLAIN FORCEPS 6 " 


34 


PLAIN FORCEPS 7 " 


35 


PLAIN FORCEPS 8 " 


36 


PLAIN FORCEPS 9 " 


37 


MICRO VASCULAR SURGICAL INSTRUMENT SET 


38 


SKIN HOOK 


39 


SKIN HOOK DOUBLE 


40 


RETRACTOR DIFFERENT TYPE 


41 


HUMBY KNIFE (DOWN S ) 


42 


MANUAL DRILL 


43 


K -WIRE CUTTER 


44 


K -WIRE BENDER 


45 


ALLIS FORCEPS 4 " 


46 


ALLIS FORCEPS 5 " 


47 


ALLIS FORCEPS 6 " 


48 


ALLIS FORCEPS 7 " 


49 


ALLIS FORCEPS 8 " 


50 


ALLIS FORCEPS 9 " 


51 


BONE HOLDING FORCEPS 


52 


BONE NIBBLER 


53 


PERIOSTEUM ELEVATOR 


54 


OSTEOTOME 


55 


DINGMAN MOUTH GAG WITH RETRACTOR 


56 


DENTAL SCAILER 


57 


B.P. HANDLE NO.- 3 


58 


B.P. HANDLE NO.- 4 


59 


FINE SCISSOR STRAIGHT 


60 


SCISSOR STRAIGHT 4 " 


61 


SCISSOR STRAIGHT 5 " 


11 


62 


SCISSOR STRAIGHT 6 " 


PER JGIT , 16 Julai 2013 
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Sl. No. 


Item Name 


63 


SCISSOR STRAIGHT 7 " 


64 


SCISSOR STRAIGHT 8 " 


65 


SCISSOR STRAIGHT 9 " 


66 


FINE SCISSOR CURVED 


67 


SCISSOR CURVED 4 " 


68 


SCISSOR CURVED 5 " 


69 


SCISSOR CURVED 6 " 
SCISSOR CURVED 7 " 


70 


71 


SCISSOR CURVED 8 " 


72 


SCISSOR CURVED 9 " 


73 


SCISSOR ANGULATED FINE 


74 


SCISSOR ANGULATED 4 " 


75 


SCISSOR ANGULATED 5 " 


76 


SCISSOR ANGULATED 6 " 


77 


SCISSOR ANGULATED 7 " 


78 


SCISSOR ANGULATED 8 " 


79 


SCISSOR ANGULATED 9 " 


80 


SCISSOR WITH NEEDLE HOLDER 


81 


BIPOLAR CAUTRY 


82 


83 


84 


85 


86 


87 


MINIPLATES ( TITANIUM ) WITH CORRESPONDING SCREW & SCREW DRIVER 3HOLE 
MINIPLATES ( TITANIUM ) WITH CORRESPONDING SCREW & SCREW DRIVER 4HOLE 
MINIPLATES ( TITANIUM ) WITH CORRESPONDING SCREW & SCREW DRIVER 5HOLE 
MINIPLATES ( TITANIUM ) WITH CORRESPONDING SCREW & SCREW DRIVER WHOLE 
RECONSTRUCTION PLATES ( TITANIUM ) 3 Hole 
RECONSTRUCTION PLATES ( TITANIUM ) 4 HOLE 
RECONSTRUCTION PLATES ( TITANIUM ) 5 HOLE 
RECONSTRUCTION PLATES ( TITANIUM ) 6 HOLE 
RECONSTRUCTION PLATES ( TITANIUM ) 7 HOLE 
RECONSTRUCTION PLATES ( TITANIUM ) 8 HOLE 
K -WIRE 1.0MM 


88 


89 


90 


91 


92 


93 


K -WIRE 1.2MM 


94 


K - WIRE 1.5MM 


95 


K -WIRE 2.0MM 


96 


HAND DOOPLER 


97 


LOUP 4X 


98 


LOUP 3.5X 


99 


ASCH NASAL FORCEPS 


100 


WALSUM NASAL FORCEPS 


101 


NASAL HOOK 


102 


103 


MAXILLARY RETRACTOR (RIGHT) 
MAXILLARY RETRACTOR (LEFT ) 
TISSUE EXPANDER ( 200 CC ) 
TISSUE EXPANDER (300 CC ) 


104 


105 


8 


PER JGIC , 16 Jala 2013 


Sl. No. 


Item Name 


106 


107 


TISSUE EXPANDER (350 CC ) 
SCREW DRIVER (MULTICHANNEL ) 
SCREW DRIVER (SERRATED ) 


108 


109 


PLATE BENDER 


110 


MOUTH OPENER 


111 


INJECTION PUMP 
NEBULISER 


112 


113 


AMBU BAG 


114 


LARYNGOSCOPE 


115 


MINIPLATE CUTTER 

DEPARTMENT OF E.N.T. 
INSTRUMENTS FOR EAR SURGERY 


116 


117 


TUMARKIN EAR SPECULAUM ( SET OF FOUR ) 
ROSEN EAR SPECULUM (SET OF EIGHT) 
LEMPERTS ENDAURAL SPECULUM 


118 


119 


SIMON AURAL SYRINGE 


120 


JOBSON HORN PROBE WITH RING CURETTE 


121 


SIEGLE S PNEUMATIC SPECULUM 


122 


MOLLISON S SELF RETAINING MASTOID RETRACTOR 


123 


PERIOSTEAL ELEVATOR & THUMB REST 


124 


JENKIN S MASTOID GOUGE 


125 


MALLET 


126 


MACEWEN S CELL SECKER WITH SCOOP 


127 


LEMPERTS MASTOID SCOOP 


128 


CUTTING BURR 2.3MM 


129 


CUTTING BURR 3MM 


130 


CUTTING BURR 4MM 


131 


CUTTING BURR 5MM 


132 


CUTTING BURR 6MM 


133 


DIAMOND BURR 1MM 


134 


DIAMOND BURR 2MM 


135 


DIAMOND BURR 3MM 


136 


DIAMOND BURR 4MM 


137 


DIAMOND BURR 5MM 


138 


BURR STAND 


139 


SUCTION TUBE 


140 


ROSEN KNIFE 


141 


PLESTER KNIFE 


142 


CAWTHORN HOOK (SET OF EIGHT) 


43 


STRAI HT AND CURVED PICK 


144 


UPOWARD AND DOWNEARD HOOK 


145 


ROSEN CURRETTE UPWARD , LARGE , MEDIUM , SMALL 
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146 


RESEN CURRETTE DOWNWARD LARGE, MEDIUM , SMALL 


147 


ROSEN PROBE 


148 


ROSEN MOBILIZER 


149 


ROSEN SCOOP 


150 


151 


ROSEN OVAL WINDOW FENESTRACTOR 
CRUROTOMY KNIFE 
MICROFORCEPS STRAIGHT 


152 


153 


MICROFORCEPS CURVED 


154 


MICROSCISSOR STRAIGHT 


155 


MICROSCISSOR CURVED 


156 


CUPPED FORCEPS STRAIGHT 


157 


CUPPED FORCEPS CURVED 


158 


ROSEN FLAP ELEVATOR 


159 


HOUSE MEASURING ROD 


160 


PISTON CUTTING JIG 


161 


TEFLON PISTON HOLDING FORCEPS 


162 


MALLENS HEAD NIPPER 


163 


NIBBLING FORCEPS 


164 


LEMPERTS SCOOP 

INSTRUMENTS FOR NASAL SURGERY 


165 


HEAD MIRROR 


166 


THUDICUM S NASAL SPECULUM ASSORTED 


167 


168 


ST CLAIR THOMSONS LONG BLADED NASAL SPECULUM SMALL 
ST CLAIR THOMSONS LONG BLADED NASAL SPECULUM MEDIUM 
ST CLAIR THOMSONS LONG BLADED NASAL SPECULUM LARGE 
KILLAN S SELF RETAINING NASAL SPECULUM SMALL 


169 


170 


171 


KILLAN S SELF RETAINING NASAL SPECULUM MEDIUM 


172 


KILLAN S SELF RETAINING NASAL SPECULUM LARGE 


173 


TILLEY LICHWITZ ANTRUM PUNCTURE TROCHAR & CANNULA 


174 


FREER ELEVATOR 


175 


HEYMANN S TURBINECTOMY SCISSORS 


176 


KILLAN S BAYNOT SHAPED NASAL GOUGE 


177 


BALLANGER SWIVEL KNIFE 


178 


CELELLIS PUNCH FORCEP ASSORTED 


179 


WALSHAM S FORCEP 
ASCH S FORCEPS 


180 


181 


HAJEK S CHEEK RETRACTOR 
LUC S FORCEPS 


182 


183 


IRWIN MOORE S FORCEPS 


184 


TILLEY HENAKEL PUNCH FORCEPS 


185 


KERRISON RONGEUR 


186 


OHM S ATOMIZER 


187 


SICKLE SCALPEL 
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188 


ANGLED SUCTION TIP 


189 


BLAKESLEY FORCEPS - STRAIGHT 45DEGREE , 90 DEGREE 


190 


STAMBERGER FORCEPS 


191 


NASAL SCISSORS 


192 


SPOON 


193 


MAXILLARY SINUS OSTIUM SEEKER 


194 


ANTRUM GRASPING FORCEPS 


195 


GIRAFFE FORCEPS 


196 


STAMMBERGER PUCH FORCEPS 


197 


ST. CHAIR THOMBSON POST NASAL MIRROR 


198 


COLUMELLAR CLAMP 


199 


200 


KILNER ALAR RETRACTOR 
CONCORDE SCISSOR 
AUFRICHTNASAL RETRACTOR 


201 


202 


JOSEPH PERIOSTEAL E ;LEVATOR 
MASING CHISEL 


203 


204 


NASAL RASP 


205 


COTTLE CHISEL 


206 


OSTEOTOME FOR LATERAL OSTEOTOMY 
MOSQUITO FORCEPS 


207 


208 


SMALL SCISSOR STRAIGHT 


209 


SINUS PROBE 


210 


SMALL SCISSOR CURVED 


INSTRUMENT FOR THROAT SURGERY 


211 


DIRECT LARYNGOSCOPE SMALL 
DIRECT LARYNGOSCOPE MEDIUM 


212 


213 


DIRECT LARYNGOSCOPE LARGE 


214 


215 


CHEVALIER JACKSON LARYNGOSCOPE 
ANTERIOR COMMISURE LARYNGOSCOPE SMALL 
ANTERIOR COMMISURE LARYNGOSCOPE MEDIUM 
ANTERIOR COMMISURE LARYNGOSCOPE LARGE 


216 


217 


218 


SUSPENSION LARYNGOSCOPE SMALL 
SUSPENSION LARYNGOSCOPE MEDIUM 


219 


220 


SUSPENSION LARYNGOSCOPE LARGE 


221 


222 


223 


RIGID BRONCHOSCOPE SMALL 
RIGID BRONCHOSCOPE MEDIUM 
RIGID BRONCHOSCOPE LARGE 
NEGUM OESPHAGOSCOPE SMALL 
NEGUM OESPHAGOSCOPE MEDIUM 


224 


225 


226 


NEGUM OESPHAGOSCOPE LARGE 


227 


228 


JACKSON OESPHAGOSCOPE SMALL 
JACKSON OESPHAGOSCOPE MEDIUM 
JACKSON OESPHAGOSCOPE LARGE 


229 
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230 


MICROLARYNGEAL FORCEPS SMALL 


231 


MICROLARYNGEAL FORCEPS MEDIUM 


232 


MICROLARYNGEAL FORCEPS LARGE 


233 


MICROLARYNGEAL SICKLE KNIFE ASSORTED SIZE 


234 


MICROLARYNGEAL DISC KNIFE ASSORTED 
MICROLARYNGEAL MICROSCISSOR ASSORTED SIZE 


235 


236 


MICROLARYNGEAL FOREIGN BODY FORCEPS ASSORTED SIZE 


237 


MICROLARYNGEAL CUPPED FORCEPS ASSORTED SIZE 


238 


MICROLARYNGEAL CROCODILE FORCEPS ASSORTED SIZE 


239 


MICROLARYNGEAL SEPARATOR ASSORTED SIZE 


240 


MICROLARYNGEAL HOOK ASSORTED SIZE 


241 


242 


MICROLARYNGEAL GRASPING FORCEPS ASSORTED SIZE 
MICROLARYNGEAL BIOPSY FORCEPS ASSORTED SIZE 
MICROLARYNGEAL ROTATION FORCEPS ASSORTED SIZE 


243 


244 


MICROLARYNGEAL VOCAL NODULE FORCEPS ASSORTED SIZE 


245 


MICROLARYNGEAL CUTTING SHEAR ASSORTED SIZE 


246 


MICROLARYNGEAL SAFETY CLOSURE FORCEPS ASSORTED SIZE 


247 


248 


MICROLARYNGEAL BALL FORCEPS 
KLEINSASSER LARYNGOSCOPE WITH CHESTSTAND 
TROUSSEAU TRACHEAL DILATOR 


249 


250 


CRICOID HOOK 


251 


DOUBLE PRONG HOOK 


252 


FULLERS BIFLONGED TREACHESTOMY TUBE 


253 


BOYLE S DAVIS MOUTH GAG WITH DRAFFI BIPOD 


254 


DENNIS BROWN TONSIL HOLDING FORCEPS 


255 


QUINSY FORCEP 


256 


NEGUS TONSIL ARTERY FORCEPS 


257 


DIATHERYMY FORCEPS 


258 


ST CHAIR THOMSON S ADENOID CURETTE WITH GUARD 


DEPARTMENT OF OBST . & GYNAE . 


259 


MONYHANS CLAMP 


260 


MONYHANS RIGH ANGLE 


261 


SELF RETAINING RETRACTOR 


262 


KOCHERS CLAMP CURVED 


263 


KOCHERS CLAMP STRAIGHT 


264 


TOWEL CLIP 


265 


DISZARDEN FORCEPS 


266 


BABCOCK FORCEPS 


267 


LONDON RETRACTOR 


268 


SIMS S SPECULUM 


269 


UTERINE SOUND 


270 


ANT. BAGINAL WALL RETRACTOR 


271 


CURRETTE BLUNT & SHARP 
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272 


CURRETTE BLUNT & SHARP FINE 


273 


HEGGAR S DILATOR 


274 


VALSILUM DOUBLE PRONGE 


275 


DEAVERR S RETRACTOR 


276 


UTERINE HOLDING FORCEPS 
MYOMECTOMY CLAMP 


277 


278 


WATER FILTER WITH R.O. SYSTEM 
M.T.P. CANNULA 


279 


INSTRUMENT FOR LABOUR ROOM 


280 


GREEN ARTERY CLAMP 6 " 


281 


KOCHER CLAMP CURVED 8 " 


282 


ABDOMINAL RETRACTOR 


283 


ABDOMINAL DAYNS RETRACTOR 


284 


WRINGILYS FORCEPS 10 " 


285 


286 


SEYMENS SPECULUM (MEDIUM ) 
QURET SHARP 
VALSHIUM 7 " 


287 


288 


OVUM FORCEPS SMALL 


289 


TOWEL CLAMP 


290 


LIFFTOXE DOUBLE MOUTLE 


291 


LIFTONE SINGLE LARGE 


292 


AMBU BAG 


293 


ALLISE FORCEPS LONG 


294 


KIDNEY TRAY 


295 


MONIHANDS CLAMPS R.T. ANGLE 


296 


SIMS SPECULUM 

DEPARTMENT OF PHYSICAL MEDICINE 


297 


STERILIZER MEDIUM SIZE 


298 


HOOK RETRACTOR 

DEPARTMENT OF PEDIATRICS FOR NICU 


299 


B.P. INSTRUMENT 


FOR CHILD EXTENSION WARD 


300 


OTOSCOPE 


301 


GLUCOMETER 


302 


TUNNING FORK 
TONGUE DEPRESSER 


303 


304 


X -RAY VIEW BOX 


FOR CHILD EMENGENCY 


305 


OXYGEN FLOW METER 


306 


OXYGEN KEY 


307 


OXYGEN RINCH 


308 


PATIENT TROLLEY 
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309 


MEDICINE TROLLEY 


310 


MEDICINE TRAY 


311 


BABY WEIGHING MACHINE 


DEPARTMENT OF MEDICINE 


312 


THERMOMETER DIGITAL 


313 


VENTURY MASK 


314 


SPIROMETER 


315 


RENAL BIOPSY GUN 


316 


RENAL BIOPSY GUN ( ULTI NEEDLE ) 

DEPARTMENT OF ORTHOPEDIC FOR NEURO O.T 


317 


INTESTINAL CLAMP 


318 


CHEATLE FORCEP OR LIFTER 


319 


INTESTINAL CLAMP (CHILD ) 


320 


DISJARDING FORCEPS 


321 


SINUS FORCEPS 


322 


ENAMEL JUG 


323 


SUCTION CANNULA 


324 


URETHREAL DILATOR 


325 


PROCTOSCOPE ADULT 


326 


PROBE 


327 


MAGILL S FORCEPS 


328 


TROCAR CANNULA 


329 


FORE ARM BONE CLAMP 


330 


BONE NEBULLER 


331 


TWIST DRILL NODE PLAYER (SMALL & BIG ) 


332 


WIRE CUTTER 


333 


PERIOSTEUM ELLEVATOR 


334 


SCOOPE 


335 


OSTEOTOME 


336 


337 


BONE HOLDING FORCEPS (FOR LEG ) 
BONE HOLDING FORCEPS (FOR HAND ) 
BONE LIVER (LEG ) 
BONE LIVER (HAND ) 


338 


339 


340 


SCALE 


341 


HAND DRILL MACHINE 


342 


OWL 


343 


PULSE OXI-METER 


FOR CHILD O.T. 


344 


BABCOCK TISSUE FORCEPS 6 " 


345 


BABCOCK TISSUE FORCEPS 8 " 


346 


WEAVER RETRACTOR ADULT 


347 


WEAVER RETRACTOR CHILD 


348 


MORRCIE RETRACTOR 
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349 


FINE DOUBLE HOOK RETRACTOR 


350 


FINE SINGLE HOOK RETRACTOR 


351 


RIGHT ANGLE FORCEPS 6 " & 8 " 


352 


SUCTION NOZZLE CHILD SIZE 


353 


354 


HUBY S HANDLE ( SKIN GRAFTINGH ) 
KIDNEY STONE HOLDING FORCEPS 
PROCTOSCOPE 
INTESTINAL CLAMP 


355 


356 


357 


PLYERS 


358 


BONE LEVER 


359 


UNIVERSAL DRILL 


360 


CURVE PERIOSTIUM ELEVATOR (BIG & SMALL ) 
STRAIGHT PERIOSTIUM ELEVATOR (BIG & SMALL ) 


361 


362 


BONE CUTTER 


363 


OSTEOSTOME FINE DIFFERENT SIZE 


364 


BONE KNIBBLER 


365 


> 


SCREW DRIVER DIFFERENT SIZE :- 4.5 , 3.5 , 4.1 

DEPARTMENT OF ORTHOPEDIC 
REVOLVING STOOL (WITH STAINLESS STEEL TOP) 


366 


367 


ALMIRAH BIG SIZE . 


368 


PATELLA CLAMP 


369 


STHETHOSCOPE 


370 


BIG TOWEL CLIP LOCK 


371 


WIRE CUTTER BIG SIZE 


372 


WIRE CUTTER MEDIUM SIZE 


373 


BONE LEVER FOR FORE ARM 


374 


BURNS CLAMP FOR FOREARM 


375 


BONE FILE 


376 


REMER FOR FOREARM 2.5MM 


377 


REMER FOR FOREARM 3.0MM 


378 


REMER FOR FOREARM 3.5MM 


379 


WIRE PILER BIG SIZE 


380 


WIRE PILER MEDIUM SIZE 


381 


D.H.S. SET 


382 


CANNULATED REMUR SET FOR FEMUR 8MM TO 12MM 


383 


384 


CARRISON PUNCH - 2MM 
CARRISON PUNCH - 3MM 
CARRISON PUNCH - 4MM 
CARRISON PUNCH - 5MM 


385 


386 


387 


DISC PUNCH - UP CUT 


388 


DISC PUNCH - DN CUT 


389 


DISC PUNCH - ST CUT 


390 


NIBBLER STRAIGHT BIG SIZE - 10 
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391 


Item Name 
NIBBLER STRAIGHTMEDIUM SIZE - 10 
NIBBLER STRAIGHT SMALL SIZE - 10 


392 


393 


NIBBLER ANGULAR BIG SIZE - 10 


394 


NIBBLER ANGULAR MEDIUM SIZE - 10 


395 


NIBBLER ANGULAR SMALL SIZE - 10 


396 


STEEL KIDNEY TRAY 12 " 


397 


STEEL GALLY POT 


398 


TOWEL CLIP 


399 


SPONGE HOLDING FORCEPS 


400 


MAYO SCISSORS 6 " 


401 


MAYO SCISSOR FINE 4 " 


402 


MAYO SCISSOR STRAIGHT 6 " 


403 


LONGEN BACK RETRACTOR BIG SIZE 


404 


LONGEN BACK RETRACTOR MEDIUM SIZE 


405 


HAMMER 250GM 


406 


HAMMER 500GM 


407 


PERIOSTIUM STRAIGHT SMALL 


408 


PERIOSTIUM STRAIGHTMEDIUM 
PERIOSTIUM STRAIGHT LARGE 


409 


410 


PERIOSTIUM CURVED SMALL 


411 


PERIOSTIUM CURVED MEDIUM 


412 


PERIOSTIUM CURVED LARGE 


413 


OSTEOTOM 5MM TO 2.5MM 


414 


GOUZE 2MM TO 25MM 


415 


SELF RETAINING LION S BONE CLAMP FOR FEMUR BIG SIZE 
SELF RETAINING LION S BONE CLAMP FOR FEMUR MEDIUM SIZE 


416 


417 


WIRE PILER BIG SIZE 


418 


WIRE PILER MEDIUM SIZE 


419 


WIRE CUTTER FLAT NOZZLE 


420 


WIRE CUTTER MEDIUM SIZE 


421 


BONE LEVER BIG SIZE 12 " 


422 


423 


SCISSOR LONG CURB 
SCISSOR MEDIUM CURB 
SCISSOR MEDIUM STRAIGHT 


424 


425 


SCISSOR SMALL FINE 


426 


SCISSOR MEDIUM FINE 


427 


K -NAIL GAJE 


428 


MINIDULDING CLMAP 


429 


SKIN HOOK RETRACTOR 


430 


SKIN RETRACTOR 


431 


GALLY POT BIG SIZE 


432 


GALLY POT SMALL SIZE 


433 


KIDNEY TRAY SMALL 
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434 


SKIN GRAFTING HANDLE 


435 


O.T. TABLE GENERAL 


436 


STERILIZER HORIZONTAL BIG SIZE 
MONITOR WITH NIBP WITH LID ECG WITH ETCO2 


437 


438 


VIEW BOX 


439 


INDERS NAIL BENDERS 


440 


INDERS CUTTER 


441 


K -NAIL EXTRACTOR SET 


442 


K -NAIL REMMUR SET 


443 


FORE ARM EXTRACTOR SET 


444 


FORE ARM REMMUER 


445 


SELF RETAINING RETRACTOR LONG 


446 


SELF RETAINING RETRACTOR SMALL 


447 


RIB RESPETRY 


448 


INSTRUMENT TROLLEY 


449 


SPINE SCOOP 


450 


DURA RETRACTOR CURVE + STRAIGHT 


451 


452 


DISH FORCEPS AURAL CURVED + STRAIGHT 
DISH PUNCH FORCEPS CURVED + STRAIGHT 
DOUBLE LONG RETRACTOR (BILATERAL ) 


453 


454 


ROUND NIBULAR (SPINE ) 


455 


SCAL LONG 


456 


SCALE SMALL 


457 


BIPOLAR RUSHP 


458 


MURPHI SCIT 


459 


PROSTHESIS GAJE (HEAD PUNCH ) 
HEAD EXTRACTOR 


460 


461 


TOMMY BAR 


462 


OSTEOM CURB 


463 


OSTEOM STRAIGHT 


464 


BONE GAUZE 


465 


BONE GAUZE CURVED 


466 


BONE CHIJAL STRAIGHT 


467 


BONE CUTTER 


468 


LARGE RETECTOR 


469 


SHORT PERISTUM ELEVATOR CURB 


470 


SHORT PERISTUM ELEVATOR STRAIGHT 


471 


PATELLA CLAMP DOUBLE HOOK 


472 


PATELLA CLAMP SINGLE HOOK 
BONE LIVER SMALL 


473 


474 


BURNS CLAMP 


475 


SMALL (ULNA ) PUNCH 
REDUCTION CLAMP 


476 
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477 


SMALL BONE HOLDING (HUMURUS) 


478 


AWL 


479 


FEMUR BONE HOLDING SELF RETAINING 


480 


FEMUR LIVER HOLDING SELF RETAINING 


481 


K- NAIL PUNCH 


482 


PLATE BENDER 


483 


LONG PERISTUM ELEVATOR 


484 


LONG CURB PERISTUM ELEVATOR 


485 


LONG STRAIGHT NIBULAR 


486 


LONG CURB NIBULAR 


487 


SMALL STRAIGHT NIBULAR 


488 


SMALL CURB NIBULAR 


489 


HUMURUS SMALL + BIG 


490 


HAND DRILL MACHINE KEY 


491 


NOSE PLAYER 


492 


LOMENS CLAMP BIG + SMALL 


493 


WIRE TUSTER 


494 


ENGLISH PLAYER 


495 


CHUK 


496 


T. HANDLE 


497 


CROSS SQUARE DRIVER 


498 


SPONGE HOLDING FORCEPS 


499 


ARTERY FORCEPS MEDIUM STRAIGHT 


500 


ARTERY FORCPES MOSQUITO CURB 
ARTERY FORCEPS MOSQUITO STRAIGHT 


501 


502 


C.C. DRILL BIT 


503 


C.C. TAP 


504 


DEPTH GAUJE 


505 


DOUBLE HOOK RETRACTOR 


506 


SINUS FORCEPS 


507 


NIBLER STRAIGHT BIG SIZE 
DEPARTMENT OF ORTHOPEDIC FOR HAND MICRO SURGERY 


508 


RETRACTOR OF DIFFERENT SIZE 


509 


FINE SKIN HOOKS 


510 


SMALL BONE HOLDING FORCEPS 


511 


PERESTEL ELEVATOR SMALL , BELOW 5MM STRAIGHT & CURVED 


512 


OSTOTOMES SMALL BELOW 5MM CURVED & STRAIGHT 


513 


CHISEL SMALL BELOW 5MM Curved & straight 
BONE LEVERS SMALL - SHORTNARROW - TIP 


514 


515 


REDUCTION FORCEPS- DIFFERENT SIZES 


516 


PLIERS FLAT NOSE - POINTED 


517 


BEND / CUT PLIERS 


518 


BONE CLAMPS FOR SMALL BONES 
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519 


TENDON STRIPPERS SMALL SIZE 


520 


SELF RETAINING RETRACTORS SMALL SIZE 
MINI DRILL - CALIBRI (BATTERY OPERATED DRILL WITH MINI COUPLING 
ATTACHMENTS ) 


521 


522 


MANUAL MINI DRILL 


523 


OPTICAL LOOP 4X WIDE ANGLE (ZWISSPREFERBLY) 

DEPARTMENT OF EYE 


524 


525 


STERILIZATION BOX WITH SILCON STRIP GROVVES FOR CRESENT, KERATOME AND 2 
MORE SURGICAL BLADES 
STERILIZATION BOX WITH 2 SILICON MATS (SIZE 245 X 205 X 22MM ) 
FORMALINE CHAMBER 
BARRAQUER WIRE SPECULUM 
LIEBERMAN - TENNANT EYE SPECULUM 


526 


527 


528 


529 


COLIBRI FORCEPS 


530 


LIMBS FORCEPS 


531 


532 


533 


CAPSULORRHEXIS FORCEPS 
BARRAQUER NEEDLE HOLDER 
JAFFE TYING FORCEPS (STRAIGHT AND CURVED ) 
MCPHERSON FORCEPS (STRAIGHT AND ANGLED ) 
VANNUS SCISSORS (CURVED AND STRAIGHT) 


534 


535 


536 


WESTCOTT SCISSORS 


537 


SIMCOE CANNULA (20G , 216 , 23G ) 
CASTROVEJO CORNEOSCLERAL SCISSORS 


538 


539 


KALT NEEDLE HOLDER 


540 


SUPERIOR RECTUS FORCEPS 


541 


BARD PARKER HANDLE 


542 


HARTMANN MOSQUITO FORCEPS (STRAIGHT AND CURVED ) 

DEPARTMENT OF I.G.C.C. NEURO O.T. 


543 


CHEATLE FORCEP OR LIFTER 


544 


INTESTINAL CLAMP PEDIATRICS 


545 


DISJARDING FORCEPS 


546 


SINUS FORCEPS 


547 


SUCTION CANNULA 


548 


URETHREAL DILATOR 


549 


PROCTOSCOPE ADULT 


550 


PROBE 


551 


MAGILL S FORCEPS 


552 


TROCAR CANNULA 


553 


FOREARM BONE CLMAP 


554 


BONE NEBULLAR CURVED 


555 


BONE NEBULLAR STRAIGHT 


556 


TWIST DRILL NODE PLAYER (SMALL & BIG ) 


557 


WIRE CUTTER 
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558 


PERIOTEUM ELEVATOR 


559 


SCOOPE 


560 


OSTEOTOME 


561 


BONE HOLDING FORCEPS FOR LEG 


562 


BONE HOLDING FORCEPS FOR HAND 


563 


BONE LIVER FOR LEG 


564 


BONE LIVER FOR HAND 


565 


SCALE 


566 


HAND DRILL MACHINE 


567 


OWL 


DEPARTMENT OF SKIN 


568 


CRAYO GUN 


569 


SCOOPE 


570 


MAIL CLIPER 


571 


MAIL TOOK 


GENERAL ITEMS 


572 


AIR CONDITIONER 1.5 TON WINDOW TYPE WITH STABILIZER AND INSTALLATION 


573 


AIR CONDITIONER 2 TON WINDOW TYPE WITH STABILIZER AND INSTALLATION 


574 


FREEZE 265LTR., 310 LTR., 350LTR., 450 LTR. 


575 


ONLINE UPS 1 KVA SPECIFICATION AS PER SEPARATE SHEET ATTACHED 


576 


ONLINE UPS 2 KVA SPECIFICATION AS PER SEPARATE SHEET ATTACHED 


577 


ONLINE UPS 3 KVA SPECIFICATION AS PER SEPARATE SHEET ATTACHED 


578 


ONLINE UPS 6 KVA SPECIFICATION AS PER SEPARATE SHEET ATTACHED 


579 


STABILIZER 30 KVA 


580 


STABILIZER FOR AIR CONDITIONER 1.5TON, 2 TON 


581 


32 AH BATTERY FOR 20 KVA ONLINE UPS 


Place - Patna 
Date — 5th January 2013 


Sd /-Illegible , 
Superintendent . 


अधीक्षक, सचिवालय 

मुद्रणालय, 
बिहार, पटना द्वारा प्रकाशित एवं मुद्रित । 
बिहार गजट , 44-571 + 10 - डी 0 टी 0 पी 01 
Website : http://egazette.bih.nic.in 


